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This is UNEVALUATED Information 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OP CONTENT IS TENTATIVE. 
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1. The two-kilowatt frequency filter (Frequenzweiche) for Jamming developed by 
Dr, Erich Schuettloeffel in Department TEA of Punkwerk koepeniok, which was 
tested at Rheinsberg in early March 1954, operated satisfactorily with an out- 
put of between 0.5 and 1,0 kilowatts. However, at a higher output, purrent 
amplifications of up to 30 amperes occurred at various points on the, circuit. 
As a result, power losses through increase of temperature prevented the device 
from reaching its intended output of two kilowatts* 

2* Schuettloeffel is now trying to correct the fault by extending the dross- 
section of the conducting tubes in order to diminish the current density* 
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